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" 2. The combination with a liquid tank or receptacle, of a
series of trapped siphons for emptying the same, and means
operating at the time of the flow of one of the siphons for refill-
ing the trap or traps of the siphon or the siphons of the series

Fig. 21.   Dewing Btphou of M. J. Adams, HKM.
from the liquid in said tank, with the exception of the trap of
the siphon next to l>e brought into operation/*
Patent No. 764,(>99, to J. W. Alvoril, is another device* for
operating valves in succession.
Patent No. 770,287, issued September 20, 1904, to Harvey
and Bruce, applies to a tilting arrangement not wholly unlike
that of Williams and Whitman, but operated by a different
means.
Patent No. 790,520, to W. A. Moore, applies to an alter-
nating device operated by a float and a heavy weight.